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Exquisite, Popular-Priced BATHROOM VANITIES 
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Distinctive elegance 

in bathroom vanities 

designed with the 

building trade in mind 



NATIONAL VANITY offers a wondrous selection of 

bathroom vanities for installations to meet 

every budget. Decorator-styled, and surfaced 

with genuine Formica, with matching, 

sliding mirror-door, Formica medicine 

cabinets. Three distinct design and 

price groups: The luxurious Regency. 

The popular Modern. The economy Classic. 

The new Regency line is the most elegant 

innovation in bathroom vanities. Every unit 

is surfaced in Formica. The sliding storage 

compartment doors are crafted of sparkling 

LUSTERITE®* made exclusively for NATIONAL 

VANITY. They slide easily on a weber-edge 

hard wood track. Noiseless and frictionless. 

They are easy to keep clean. Can be removed 

for quick washing. The Regency line also 

features surface cosmetic boxes completely 

covered in Formica. The entire vanity is 

cleverly sloped to allow plenty of leg room. 

The popular Modern line is Formica from top 

to bottom. Priced to make any bathroom 

a setting of efficient, beautiful utility. 

Generous surface area. Large storage 

compartments. Flowing rounded lines. 

The new Classic is priced far below any 

comparable vanity ever made. Now even 

the lowest priced homes can be equipped 

with this added beauty and utility feature. 

The Formica surface is unharmed 

by boiling water, alcohol, cosmetics, or 

mild acids and alkalis. A damp cloth 

keeps Formica sparkling clean. 
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Corrugated fiber glass panels, 
with textured crinkle finish. 
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SIZES AND SPECIFICATIONS 



CLASSIC 
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See below for cosmetic 
box and sink arrangements 
available in various sizes. 
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See below for cosmetic 
box and sink arrangements 
l» available in various sizes. 



iy." 
?%" 

34*" 



Sink and Cosmetic Box Arrangements 
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Left hand as shown, 
right hand also available. 
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42", 48", 54", 60" 
Single Bowl 




54" Double Bowl 




(48" shown) 



36", 42", 54", 60" 
Single Bowl 










(42" shown) 

Left hand as shown, 
right hand also available. 
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(double round) 
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Also available in same 
sizes and cosmetic box 
and sink arrangements, 
from 30" — 60", as entire 
Regency Line shown above. 



MIRROR 

MEDICINE 

CHEST 

SPECIFICATIONS 
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ROUGH WALL OPENING 



Charcoal Skylark 
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SKYLARK 



White Skylark 
#90-L-l 
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Pink Skylark 
yy^ #X-L-297 




Light Blue Skylark 

#X-L-298 



MILANO MARBLE 



Gray Milano 

*2-EM-l 





Pink Milano 
#4-EM-l 



PEARL 

Gray 
#2-D-l 




Black Oak 
#56-K 



Write for complete price list 




1 63 Avenue A, Bayonne, New Jersey 

HEmlock 6-8200 




Coral Skylark 
#81-L-30 



Topaz Milano 
#6-EM-l 



WOOD GRAINS 





Frost Walnut 
#92-M-22 



Platinum Mahogany 
#65-WP-90 



For Kitchen Cabinets, write NATIONAL KITCHENS • For Built-lns, write NATIONAL STOVE • Bayonne, New Jersey 

Printed in U.S.A. 



